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" 2. A combination with a liquid tank or receptacle, of a
series of trapped siphons for emptying the same, and means
operating at the time of the flow of one of the siphons for
refilling from the liquid in said tank which has riot passed into
the operating siphon, the trap or traps of the siphon or siphons
of the series with the exception of the trap of the siphon next
to be brought into operation."
This device, as that illustrated in Patent No. 709,233, has the
effect of requiring the use of whatever head is employed in the
dosing tank, but in cases where this head is available, the
apparatus will be found exceedingly satisfactory.
Patent No. 749,825, issued June 19, 1904, to A. Pricstman,
is another arrangement for distributing liquid in sequence to
contact beds. Mr. Priestman's device does not require the use
of a dosing tank, but it is not adapted for filling beds with great
rapidity, being intended to operate at the same rate as the
sewage flows into the septic tank. Where the number of con-
tact beds to be used in sequence is sufficiently great and the
fall available is small, this device is excellent. It resembles the
Adams devices in principle.
Patent No. 754,730, issued March 15, 1904, to Williams and
Whitman, of New York, is shown in Fig. 20. This device
is interesting, as it contains no valves to set, and as it requires
the sacrifice of very little head. It is applicable to beds that
are intended to be filled at the rate at which sewage enters the
septic tank, and is not adapted for sudden flushing or dosing.
Patent No. 760,770, issued May 24, 1902, to M. J. Adams,
is of the same order as the Miller siphon for discharging beds
in series. It is shown in Fig. 21. Its claims are important,
as they are very broad, and two are here given:
" 1. The combination with a liquid tank or receptacle, of at
least three sealed siphons for emptying the same, and means
acting during the flow of one siphon, for strengthening the seal
of another siphon of the series,"